The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A, Hinton State Laboratory Institute 
305 South Street, Jamaica Plaiii. lVlA 02130 
Bureau of Laboratory Sciences 


02-29-12 


Dear ADA knasas; 

Enclosed is the discovery packet for Commonvi/ealth Enclosed 

are copies of the following information; 

1. The Drug Laboratory Receipt 

2. The Drug Laboratory Control Card 

3. The Drug Powder Analysis Form 

4. The GC/MS Confirmatory Data 

1 was the custodial chemist in this case and Kate Corbett was the confirmatory chemist. If you 
would like to discuss this case, please feel free to call me directly at the number below. 



:Peter.PIro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory institute 
Forensic Drug Laboratory. Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
: 617-983-6634." \ 

; Peter.Piroi@state.ma.us 



TIMOTHY P. MURRAY 
ilEUTENANTGOVERNOR 


JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 
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City: Boston D.C.U. Police Dept. 
Officer: P.O. KEiTH BUTLER 


Amount: 

No. Cont: 4 Cont: pb 

Dale Rec'd: 09/30/2011 
Gross Wt: 15.24 


Date Analyzed: 


9 


Prelim/ /<■ 



Subsf:SUB 

No. Analyzed: / 

Net Weight; 3 * ^ ^ 


Findings: 
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PRELIMINARY TEST RESULTS 
RESULTS g"- k 


DATE 







Revised 7/2005 
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Area Percent / Library Search Report 



‘ Information from .Data.:File r, ■ ■ 

File Name : ■: C;\msdchem\l\System7\02_07_12\816333.D 

■ 'Operator.:\' ' L KAC.■ 

: Date -Acquired : ; ' ;\7 :Feb 2012 .17 :36..-t. 

: Sample Name . ^ ; -BLANK 

'.i;Submitted by.‘ 

Vial.;Number... ;1-.'. ;..': 

MAcquisitionMeth; .DRUGS ,M ;i;. i. 

: Integrator.;;.^i^'.: ..RTE. \ ; 




Ret. Time: ^ Area; Area % Ratio % 

; ***N0.INTEGRATED PEAKS*** : 


8163 33 : : Mon Reb 27.15 ; 04 :55.:2012 I; ..-:! ; :;: ■ Page ;;3 
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Jirea Percent ./ Library Search Report 


Information from Data File: 

File Name ^ : C;\msdchem\l\System7\02_07_12\816334.D 

;Operator :V' 

■Date Acquired ; 7 Feb 2012 17:51 

Sample :Name ; , ; : COCAINE STD 
Submitted by , ; : : . 

Vial Number ■ ; 34 ■ V 

AcquisitionMeth: DRUGS.M 
: Integrator : . : .RTE . . 



TIC: 816334.D\dala.ms 


Abundance 
; 2500000: 
: : 2000000 ; 
1600000 
.1000000 
i^ 500000 


Time-> 2.00 : 3.00 4.00 5.00 6.00 . 7^00_8.00 9,00_10.00 . 11.0 0.. 12.00 


Ret. Time. 

Area . 

Area % 

Ratio % 

4,665 . : 

2924803 

.100.00 . 

100.00 


816334.D 


Mon Feb 27 15:04:59 2012. 


Page 1 
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1 4,66 : ; C; \Database\SLI.. L 

COCAINE 


000050-.36-2 9? 


Average of 4.617 to 4.829 min.: 816334.D\data.ms (-) 


Abundance 


#29: COCAINE 


Abundance 


Mon Feb 27 15.: 05 .: 00 : 2012 


816334..D 


Information from 

.Data File: 


File Name . ' : : i 

C:\msdchem\l\System7\02 07 

12\816334.D y. y ; . V 

Operator . . : 

:.KAC.^.-:v. - .. 


Date - Acquired .: 

: 7 :Peb.2012 :.17:51 . 


Sample Name . 

COCAINE STD : . ^ 1. y■.. : - v 


Submitted by : : 



Vial.Number 

.::-34 yl-: 


AcquisitionMeth; 

■DRUGS . M \ : . . ::: - 


Integrator 

^RTE ..:y;yyy■:: 


Search Libraries 

; C:\Database\SLI.L 

Minimum Quality: 85 


C:\Database\NIST05a.L 

Minimum Quality: 85 


C:\Database\PMW_TOX2.L 


: iPK# .:.V rt ■ i V ; 

Library/ID :.: : ^ 

CAS# 






























Area Percent /Library Search Report 



Information from Data Pile: : / 

File Name : C: \ms<ichem\l\System7\02_^07_12\816344 .D 

Operator ■ V,V.-,,'. ■ ;;,i ^ KAC 

' Date. Acquired v : : -7 . Feb .2 012 ./20 ; 22. .: 

: Sample 'iKame BLANK ■ ; 

Submitted :by^.'v;■ P. PIRO : \ 
tVialJ Number ■ . ' .'1 '■ ■ 

;AcquisitionMeth:.DRUGS.M . : ■ 

: Integrato,r,;-RTE . j:,v. 



Ret. Time i Area Area % ;: Ratio % 



***N0 INTEGRATED PEAKS*** 


8163 44 .D...::. : ;;201.2.:Page. . i 
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Area Percent /Library Search Report 


: : Information/from Data File: ' 

/ File 

::;Operator.:: ' .f/i^ lr KAC. ■ ■'■/ ■ ■ ■■; 

■ ‘Date Acquired :/: . ^ 7 Feb 2 012 20; 38 J:/ 

: ‘Sample Name ; .:/; Bll-11324; 

;/Submitted iby l /,.P .PiRO. 

‘ .'Vial. Number/: . : :. 45 ;. 

/: AcquisitionMeth : ■ DRUGS .M . 

1 Integrator/; /I r RTE ^ . .. 


Abundance TIC: 816345.D\daia.ms 

1/ 2000000 / /:/ ‘ / . . . 4.$65 ■. 

M//; 1600000- ; ; . 


.1000000 



Ret. Time ; Area Area % Ratio % 



4.665 1954835 100.00 100.00 



816345,D /. / Page./ 1. 
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Information from Data File: 

File Name ::C:\msdchem\l\System7\02_07jl2\816345.D 

Operator l.:KAC.: ■■ 

Date: Accaii red ; 7:Feb 2012 :20: 3 8. V: r 


Submitted by 
Vial Number . 
AcquisitipnMeth 
Integrator 


P.PIRO 

.■^45 

DRUGS; M 
RTE i V: 


:C:\Database\SLI.ri 
C:\Database\NlST05a.L , 
C;\Database\PMW_TOX2.L 


Minimum Quality; 85 
Minimum Quality: 85 


CAS# 


4.66 C:\Database\SLI.L 
COCAINE . - 


000050-36.-2 : 99 


Abundance 


Average of 4.617 to 4.818 min.; 816346.D\da|a.ms (-) 


Abundance 


#29: COCAINE 
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Information from Data File;. : 

File ; C: \msdchem\l\Systetn7\02_07_12\816357 . D 

Operator■ t KAC 

;Date Acquired ; ■ 7 Feb. 2012 :;.^23 :44 ‘i: : - 
Sample ,Name..'.--i;: .BLANK I: ' . . ; :t - 

Submitted by ■ \ : '.'.V-1 

Vial . Number ■ .1- ; i. ' 2 ■ 

AcquisitionMeth:.:DRUGS.M ‘ ‘i: .;V .V V. 

IntegratQ.r,:;ii:;/.;,: !RTE .. .i -. 


Abundance 


TIC: 816357.D\data.ms 


T!me-> 2.00 3.00 4.00 5.00 6.00 7,00 8.00 MO 10.00 11.00 12.00 


Ratio % 


Ret,: .Time 


***-NO INTEGRATES PEAKS*** 
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Area Percent / Library Search Report 


;;lnformation from Data File; 

; File Name ; C: \msdchein\l\System7\02_07_;_12\816358 , D 

;;Operator: . : ■ ■i'V:; 'KAC 
; iDate:Acquired : : 7 Feb 2012 ;23;59 

Sample Name . STD . 

.^ Submitted by 

■ Vial Number ^ 58 

MAcquisitionMefch: DRUGS.M . 

MIntegrator -r'uRTE. 


Abundance TIC; 816358.bVdaia!ms 

ZOOOOOOj 4.865 


1600000 



Ret,. Time ,, 

Area 

Area % 

Ratio % 

4,665 ■ 'i; ■ 

: 2017322 

100.00 

.100.00 :: 



816.358.D 2012 :' Page^ 1 
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. Area Percent / Library Search Report 


Information from 

Data File: 


Pile :Name . .': ti: 

C: \msdchem\l\System7.\02 D7 

12\816358.D : ^ 

Operator ; : 

'KAC.^t-. 


Date Acquired r 

. 7 Feb ^ 2012 23.: 59 . 


Sample Name : ; 

COCAINE STD . . . ■ . / 


Submitted by . ; 



:Vial -Number . : 

■iB8 


AcquisitionMeth: 

DRUGS. M . : r : i 


Integrator : :. ;: 

:RTE 


Search Libraries 

.C:\Database\SLI. L 

. ; .Minimum Qua1ity: 8 5. 


C:\Database\NIST05a.L 

. -Minimum Quality: 85 


C:\Database\PMW TOX2.L 


: PK# ,rvRT: i :V: Library/ID^.^^^:^^^ r 

. ■ CASii -Quai 


it , 1; 4.66 C:\Datab^ . . ^ \ 

;COCAINE 



616358 .Diti;; t'i ;Feb 27 15 ; 05 : 39.2012 ; Page.: :2 
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